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RESULTS: 

A. TOB 

Of the 20 tobacco measurements recorded (twice for each sample) r the 
percentages ranged from 70.8 to 82.2, with an overall average of 74.8. 
The total variation was 10.9 which is a 4.4% relative standard 
deviation (standard deviation as a percent of the mean), Of this total 
variation, the variation due to the measurement was 0.21 which equates 
to a relative standard deviation of only 0.6%, while the variation due 
to the blending process was 10.7, or a relative standard deviation of 
only 4.4%. Of the 20 tobacco measurements recorded where the same 
person re-picked the same sample, the percentages ranged from 71.6 to 
82.2, with an overall mean of 75.3. The variation from the same person 
re-picking the sample was 10.6, or a relative standard deviation of 
only 4.3% of the measurement. 


CONCLUSIONS: 

Relative to the average measurements, the standard deviation for 
tobacco was only 4.4%. The variation was predominantly found to be 
random from rod to rod, as opposed to a result of the measurement 
process. 
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